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1 introduction 


1.1 Airworthiness Notice No. 34 describes the arrangements 
and procedures agreed between the Civil Aviation Authority 
(CAA), the Direction Generale de | Aviation Civile 
(DGAC) and the Bureau Veritas (BV) when orders are 
placed on French companies by UK customers who require 
compliance with British Civil Airworthiness Requirements 
(BCAR). 


1.2 The procedures of Airworthiness Notice No. 34 apply 
only to companies having their principal place of business 
within the Republic of France. In addition to their responsi- 
bilities within the Republic of France, the BV has an official 
delegation for airworthiness standards in other countries and 
carries out direct surveillance. 


1.3. This Airworthiness Notice No. 34A describes the 
arrangement between the CAA and the BV related to the 
supply of raw materials, and for the control of maintenance, 
repair, modification or overhaul of aircraft and components 
in prescribed countries, other than the Republic of France, 
for which the BV has an official delegation. 


NOTE: A current listing of those countries in which the BV will exercise 
direct surveillance at the request of the CAA is shown in paragraph 4 of this 
Airworthiness Notice. 


2 Procedures 
2.1 Raw materials 


(a) Raw materials which are to be obtained from foreign 
countries over which the BV exercises direct sur- 
veillance and has an official delegation, which are 
intended for incorporation in UK registered aircraft, 
and which, therefore, must comply with BCAR, are 
accepted by the CAA on a basis of certification by the 
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BV. Accordingly, orders placed with any firm in any 
country under the supervision of BV must bear a 
request for certification by the BV. 


(b) Two copies of the order, with any relevant attachments, 
must be sent to the Aircraft Maintenance and 
Approvals Section of the Civil Aviation Authority, Air- 
worthiness Division, Brabazon House, Redhill, Surrey 
RH1 1SQ, simultaneously with the placing of the order. 
The CAA will forward one copy of the order to the BV 
with a request that the BV supervises the work. 


(c) The order must quote, or include, all the appropriate 
standards and technical references, e.g. drawings, 
specifications, quality assurance clauses. Any queries in 
connection with the order will normally be settled by 
the BV with foreign and British firms concerned, but 
any variations from the standards detailed in the order 
must be notified to the CAA. 


(d) The CAA will maintain liaison with the BV and will 
notify the BV of any requirements additional to the 
order such as special conditions with which the CAA 
requires compliance. 


(e) BV acceptance of the final products will be indicated by 
a BV counter stamp on the “‘Certificat de Conformité”’ 
and, where applicable, on the BV inspection tag. 


2.2 Maintenance, repair, modification or overhaul 


2.2.1 The Civil Aviation Authority (the CAA) in exercise 
of its powers under Article 10(6) (d) of the Air Navigation 
Order 1980 hereby approves as a person competent to 
issue Certificates of Release to Service (hereinafter the 
‘approved person’), any air carrier or overhaul shop which 
is incorporated in, or has its principal place of business in, 
a country specified in paragraph 4 of this Airworthiness 
Notice, and which at the date it issues any such Certificate 
of Release to Service is directly supervised by the BV. 


2.2.2 The CAA Approval is subject to the following condi- 
tions:— 


(a) This approval applies only to maintenance, repair, 
modification or overhaul work by the approved 
person to UK registered aircraft or any part thereof 
or items intended for incorporation in UK registered 
aircraft. 


(b) This approval is limited to any.maintenance, repair, 
modification or overhaul work which the Approved 
person is authorised to carry out in accordance with 
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the terms of the BV authority held by him, provided 
that any modification must be approved by the CAA 
before incorporation in UK registered aircraft. 


(c) Scheduled maintenance work on aircraft not exceed- 
ing 2730 kg for which the Maintenance Schedule 
requires a Certificate of Release to Service to be 
issued only by the holder of a United Kingdom 
Aircraft Maintenance Engineer’s Licence duly 
authorised by an Organisation Approved for the 
purpose in accordance with BCAR Section A, 
Chapter A8-15, may not be certified under this 
CAA/BV Arrangement. 


2.2.3. This CAA Approval will cease to have effect if:— 


(a) itisrevoked at any time by the CAA either generally 
or in relation to a particular approved person; or 


(b) in the case of a particular approved person, the BV 
authority to which this approval relates is revoked, 
withdrawn, cancelled or suspended by the BV. 


2.2.4 For the purpose of Article 10(5) of the Order, the 
CAA will accept as a Certificate of Release to Service a 
‘Certificat de Conformité and/or inspection tag, issued in 
accordance with the procedures and requirements of the 
BV. Each Certificat de Conformité and/or inspection tag 
must be signed by an authorised inspector of the approved 
person and carry the official stamp of the BV. 


2.2.5 The Order (for work to be done by the approved 
persons) must quote or make reference to all appropriate 
standards, technical references and specific details of the 
work required and must call for Certification by the BV. 


General 


3.1 All fees associated with BV involvement will be 
chargeable to the BV supervised companies involved. 


3.2 The BV may request the CAA to supervise work by CAA 
Approved Organisations in the United Kingdom on aircraft 
registered in the countries listed in paragraph 4 of this Air- 
worthiness Notice. For this purpose the BV accepts BCAR 
certification (Certificates of Release to Service) as an accept- 
able alternative to the National Certification Requirements. 


3.3 Any cases of difficulty in implementing these procedures 
should be reported to the CAA initially by reference to the 
local Area Office. A list of these offices appears in CAA 
Airworthiness Notice No. 2. 
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4 List of Countries Concerned A current listing of those 


countries in which the BV will exercise direct surveillance at the 
request of the CAA is as follows:— 


Algeria Morocco 
Benin Mauritania 
Cameroon Monaco 
Central African Republic Niger 

Congo Senegal 
Ivory Coast Chad 
Gabon | Togo 
Upper Volta Luxembourg 
Mali 


for the Civil Aviation Authority. 
Airworthiness Division, 
Brabazon House, 
Redhill, Surrey, RH1 1SQ. 


